Date 

Time 

Location Description 

5/15/2018 

11:10 

George st 


11:17 

Scotmid carpark 


11:32 

King st / Strathmore av 


11:37 

Sidlaw crescent 

5/21/2018 

14:05 

Scotmid Car Park 


14:10 

George Street 


14:20 

Strathmore Av/King Street 


14:30 

Princes Croft 


14:35 

Sidlaw Crescent 

5/28/2018 

12:44 

George st/ Perth road - site car park 


12:49 

2 sister site entance george st 


12:51 

scot mid (co-op) car park 


12:55 

George st 


13:00 

Precinct st 


13:05 

Union st (near shell garage) 


13:17 

corner Kings/ Strathmore Av 


13:19 

Sidlaw cr 


13:21 

Sidlaw cr 


13:25 


corner causeway rd /caddam 




6/19/2018 


15:40 


Union Street/The Cross 


15:50 


Strathmore Avenue/Kings road 


15:58 


Sidlaw Crescent 


16:02 


Strathmore Avenue/Kings road 


16:10 


Scotmid Car Park/George Street 


6/22/2018 

13:10 

Precint Street 


13:15 

George Street 


13:20 

Princes Croft 


13:28 

Sidlaw Crescent 


13:35 

Scotmid Car park 

7/31/2018 

13:30 

Caddam Road 


13:35 


Strathmore Av 





13:38 


Sidlaw Cr 


8/30/2018 


13:40 


13:43 


13:45 


13:46 


13:47 


13:49 


13:52 


13:55 


14:00 


14:15 


L:00 
L: 05 
L: 10 
L: 15 
L: 17 
L: 2 0 
L : 21 
L: 2 5 
L: 2 5 
L: 30 
L: 3 3 
L: 3 5 


Corner of Sidlaw Cr 

Sidlaw Place 

Sidlaw Cr (again) 

corner Sidlaw cr/Strathmore Av 

Strathmore avenue 

Kings Road / corner of Strathmore Av 

Princess croft/ Kings Road 

Causewayend 

Co-op 

Site entrance 2 sisters - George st 

Sidlaw Crescent 

Sidlaw Place 

Strathmore Avenure (north end) 

Strathmore Avenue (south end) 

Kings Road 


Prnces Croft 









11:40 

Georges Street 


11:45 

Union Street 


11:50 

Co-Op 

9/4/2018 

9:45 

Caddam road 


09:50-09:55 

Sidlaw crscent 



9:56 

Strathmore Av 


9:58 

Kings road 


9:59 

corner stuart cr/ princes croft 


10:02 

Corner causway road/ caddam 


10:07-10:11 

cO-op 

9/11/2018 

13:30 

Co-op 



13:35 

13:40 

13:45 

George Street 

King Road/Strathmore Avenue 

Sidlaw Crescent 

9/18/2018 

14:00 

Co-op 


14:10 

Gerge Street 


14:30 

Kings Road/Strathmore Avenue 



14:35 

Sidlaw Crescent 


14:40 

Kings Road/Strathmore Avenue 

9/27/2018 

11:25 - 11:40 

Strathmore Avenue (south end) 


11:42 - 11:47 

Strathmore Avenue (north end) 

11:50 

Sidlaw Crescent 

11:52 

Sidlaw Crescent 

11:53 - 12:00 

Sidlaw Crescent 

12:01 - 12:05 

Sidlaw Place 

12:10 

Kings Road 








10/23/2018 


11/13/2018 


1/7/2019 


4/23/2019 


12:15 Princes Croft 

12:20 _ George Street 

9:57 George st 


10:00 

10:04 

10:06 - 10.09 

10:10 

10:13 

10:16 

10:18 


Caddam Road 

Caddam place 

Sidlaw Cr 

corner kings road 

corner Stuart Cr - Princess croft 

Causeway end 

Gerge Street 


10:20-10:25 Scotmid co-op car park 


10:05 

Caddam road 

10:08 

Sidlaw Cr 

10:10 

Corner Kings Road 

10:12 

Corner Princess croft/ stuart Cr 

10.19 - 10:23 

Co-op 

10:27 

Perth road 

10.:30 

site gate on George Street 

15:30 

Site enterance / george st 

15:45 

Kings road 

16:20 

site entrance george st 

12:00 

Co-op/Georgoe Street 


12:25 

12:35 


Union Street 

Kings Road/Princes Croft/Laing Crescent 



4/25/2019 


4/29/2019 


5/15/2019 


12:45 

Strathmore Avenue/Sidlaw Crescent 

13:45 

Co-op/George Street 

14:05 

Union Street 

14:15 

Kings Road/Princes Croft 

14:25 

Strathmore Avenue 

14:30 

Sidlaw Crescent 

14:15 

Kings Road / corner of Strathmore Av 

14:21 

Princess croft 

14:26 

Crofton place 

14:30 

Sidlaw Cr 

14:38 

Strathmore/ Kings Road 

14:43 

Union st (top of by garage) 

14:48 

Union st sq 

14:53 

cO-op 

14:57 

Site boundary- 

15:04 

cO-op 

14:45 

Co-op/George Street 

15:00 

Kings Road/Princes Croft 

15:15 

Strathmore Avenue/Sidlaw Crescent 



5/24/2019 


15:15 


Kings Road/Princes Croft 


6/3/2019 


15:25 Strathmore Avenue/Sidlaw Crescent 


15:40 Union Street 

15:50 Scotmid Car park/George Street 


17:25- 17:35 Perth Road (upwind ) 


17:40 - 17:48 scot mid (co-op) car park 


17:50 - 17:55 princess croft 

17:58 - 18:05 George st 


6/4/2019 


07:00 - 07:10 


Scot mid (co-op) car park 



6/4/2019 


6/18/2019 


6/20/2019 


6/28/2019 


07:12 - 07:18 

Perth road 

16:05 - 16:15 

Strathmore Av/Sidlaw Cr 

16:15 - 16:25 

Kings Rod/Princes Croft 

16:30 - 16:35 

Union St 

16:40 - 16:50 

Scotmid Car Park/George Street/Front 
gate 

14:20 - 14:35 

Union Street 

14:40 - 14:55 

Kings Road/Princes Croft 

14:55 - 15:00 

Strathmore Avenue/Sidlaw Crescent 

15:00 - 15:10 

George St/Scotmid Car Park 

11:05 

Strathmore Av (south) 

11:15 

Strathmore Av (north) 

11:20 

Sidlaw Cr 

11:25 

Princess croft 

11:35 

Princes croft 

11:40 

Kings Road 

11:45 

Princes crof(at kings road 

12:00 

Laings Cr 

11:57 

Crofton Place corner to Laings Cr 


10:55 Princes Croft 


11:03 

Strathmore Avenue south corner 

11:08 

middle of Strathmore Avenue 

11:15 

Strathmore Avenue/Sidlaw Crescent 


corner 

11:20 

Sidlaw Crescent 

11:25 

Sidlaw Crescent 




35_Laing Crescent 


7/2/2019 

14:10 - 14:20 

Strathmore Avenue/Sidlaw Crescent 


14:20 - 14:30 

Kings Road/Princes Croft 


14:35 

Union Street 


14:45 

George Street Scotmid Car Park 



14:50 

George Street fence at siteoOffices 
(Scotmid end) 


14:55 

George Street at site gate 

7/15/2019 

11:30 to 12:15 

Sidlaw Cr 


12:15 to 12:26 

Sidlaw Cr 


12:28 

Corner kings road 


12:30 

Princess croft 


12:30-12:37 

Strathmore Av 


12:43 

cO-op 


12;46 

George st 'gatehouse' 


12;48 

cO-op 

7/23/2019 

12:16 

Sidlaw Cr 


12:19 

Corner Kings Road 


12:23 

Princes croft 


12:27 

george sq / union St 


12:30 

Union St 


12:34 

back to george sq/ union st 


12:37 

co-op 


12:44 

Corner kings road 


12:46 

Sidlaw Cr 

9/12/2019 

15:50 

Sidlaw Cr/Strathmore Av/Princes Croft 


16:05 

Union Street 


16:20 

Scotmid Carpark/George Street 


9/16/2019 

9:30 

George st 


9:38 

Sidlaw Cr 


9:42 

corner strathmore/Kings road 


9:45 

Princess croft 




9/20/2019 


9:49 Sidlaw gardens 

9:53 Scotmid/co-op car park 

10:50 Union Street 


11:05 Sidlaw Cr, Strathmore Av, Kings Rd, 

Princes Croft 


11:15 


Scotmid Car Park/George Street 



Frequency 

Cat 

Intensity 

Cat 

Duration 

Cat 

Odour Description 

Location Cat 

4 

2 

1 

Distinct chicken factory odour 

2 

4 

faint to mo sporadic / pDistinct chicken factory odour 

2 

4 

3 

2 

Distinct chicken factory odour 

2 

4 

N/A 

N/A 

N/A 

2 

4 

3 

2 

Distinct chicken factory odour 

2 

4 

1 

n/a 

n/a 

3 

4 

3 

2 

Distinct chicken factory odour 

3 

4 

2 

1 

Chicken factory odour 

3 

4 

1 

1 

n/a 

3 

4 

1 

1 

No odour 

1 

4 

1 

1 

No odour 

1 

4 

1 

1 

No odour 

2 

4 

1 

1 

No odour 

2 

4 

1 

1 

No odour 

3 

4 

1 

1 

No odour 

3 

4 

1 

1 

No odour 

2 

4 

2 

2 

Slight chicken factory odour 

1 

4 

2 

2 

Slight chicken factory odour 

31-Dec 


4 


1 


1 


No Odour 


3 




4 


1 


1 


No odour. Burning garden waste 4 
odour near The Cross 


4 4 2 Suspected as scalder unit from 3 

chicken factory odour 


4 1 1 No odour 


3 


4 4 1 Suspected as scalder unit from 3 

chicken factory odour 


4 

2 

3 

Hen Pen-like odour, musky 

3 

4 

1 

1 

No Odour 

4 

4 

1 

1 

No Odour 

3 

4 

1 

1 

No Odour 

3 

4 

1 

1 

No Odour 

3 

4 

1 

1 

No Odour 

3 

4 

1 

N/A 

No odour 

4 

4 

1 

N/A 

No odour 

3 



N/A No odour 3 

1 Slight chicken factory odour 2 

N/A No odour 3 

1 Slight chicken factory Odour 3 

N/A No odour 3 

1 Moderate chicken smell odour 3 

1 Moderate chicken smell odour 3 

N/A No odour 3 

N/A No odour 3 

2 Moderate chicken smell odour 3 

N/A no odour 1 


3 

1 

n/a 

No odour 

3 

2 

1 

Slight chicken factory 

3 

1 

n/a 

No odour 

3 

2 

1 

Slight chicken factory 

3 

1 

n/a 

No odour 

3 

1 

n/a 

No odour 

3 

1 

n/a 

No odour 

3 

2 

1 

Slight chicken factory 

3 

1 

n/a 

No odour 

3 

1 

n/a 

No odour 

3 

1 

n/a 

No odour 

3 

1 

n/a 

No odour 



3 

1 

n/a 

No odour 


3 

1 

n/a 

No odour 


3 

2 

1 

Slight chicken factory 


3 

1 

n/a 

no odour 

4 

3 

1 

n/a 

no odour 

2 


3 

2 

1 

slight chicken factory 

2 

3 

1 

n/a 

no odour 

3 

3 

1 

n/a 

no odour 

3 

3 

1 

N/A 

no odour 

4 

3 

2 

1 

very slight chicken odour 

2 

3 

2 

4 

scalder unit odour 

2 


3 

3 

3 

01 to 02 

1 

1 

2 

n/a 

n/a 

Chicken litter odour 2 

n/a 2 

n/a 2 

3 

2 

3 

Mainly scalder unit but a little of 2 
seage sludge 

3 

1 

N/A 

N/A 2 

3 

3 

3 

A mix of scalder unit and sewage 2 
sludge 


3 

1 

N/A 

N/A 

2 

3 

1 

1 

Scalder Unit 

2 

3 

1 

n/a 

No odour detected 



3 

1 

n/a 

No odour detected 

3 

1 

n/a 

No odour detected 

3 

2 

1 

Slight chicken factory odour 

3 

1 

n/a 

No odour detected 

3 

1 

n/a 

No odour detected 

3 

1 

n/a 

No odour detected 


3 

1 

n/a 

No odour detected 


3 

1 

n/a 

No odour detected 


3 

4 

3 

strong chicken odour smell 

3 


3 

1 

0 

no odour 

3 

1 

0 

no odour 

3 

1 

0 

no odour 

3 

1 

0 

no odour 

3 

1 

0 

no odour 

3 

1 

0 

no odour 

3 

1 

0 

no odour 


3 

2 

2 

faint chicken factory odour 

3 

0 

0 

No odour 


3 

0 

0 

No odour 

3 

0 

0 

No odour 

3 

0 

0 

No odour 

3 

2 

1 

Chicken factory odour 

3 

0 

0 

No odour 

3 

0 

0 

No odour 

3 

3 

2 

Chiken factory odour 

3 

1 

0 

no odour 

3 

4 

3 

chicken factory smell- scalding? 

3 

1 

0 

No odour 


3 

1 

0 

No odour 

3 

1 

0 

No odour 


No odour 


No odour 


No odour 
No odour 
No odour 

Scalder unit odour 


No odour 


No odour 
No odour 
No odour 
No odour 
No odour 
No odour 
No odour 
No odour 
No odour 
No odour 


No odour 

Very slight odour of hen pen for a 
short spell at a small section of 
Sidlaw Crescent but it did not last 
longer than a few minutes. 



3 

1 

0 

No odour 

3 

1 

0 

Very slight odour of hen pen for a 
short spell at a small part of 

Sidlaw Crescent but it did not last 
longer than a minute or so. 

3 

1 

0 

No odour 

3 

1 

2 

Scalder unit odour noted 
between site entrance and 

Scotmid car park entrance. Fairly 
persistant but not very strong. 

3 to 4 

N/a 

N/a 

No odour 3 

3 to 4 

3 

3 

Persistent smell of chicken 3 

factory/ possible waste smell 


3 to 4 

3 

2 

smells like rotten meat 3 

3 to 4 

2 

1 

whiffs of same smell, not 3 

persistant or as intense 

3 to 4 

2 to 3 

4 

Chicken factory odour, smells like 3 
waste meat/ rotten smell 



3 to 4 

N/A 

N/a 

No odour 3 

3 

1 

2 

Very slight odour of hen pen for a 3 
short spell at a small section of 
Sidlaw Crescent but it did not last 




longer than a few minutes. 

3 

1 

0 

No odour 3 

3 

1 

0 

No odour 3 

3 

1 

0 

No odour 3 

3 

3 

1 

Scalder odour but only for a brief 5 
moment whilst opp Garage 


3 

4 

1 

Scalder odour for a few seconds 3 




on 3 occasions over 15 minutes 

3 

3 

1 

Scalder odour for a few seconds 2 




near to corner of Kings Road 

3 

3 

1 

Scalder odour for a brief couple 2 




of seconds at the back of Scotmid 




car park near to the site 




boundary 

3 to 4 

1 

1 

2 

3 to 4 

1 

1 


3 to 4 

1 

1 


3 to 4 

3 to 4 

4 


3 to 4 

3 

3 


3 to 4 

3 to 4 

4 


3 to 4 

3 

2 


3 to 4 

2 

3 


3 to 4 

4 

3 


4 

1 

N/A 

N/A 3 


4 

1 

N/A 

N/A 

3 

4 

2 

1 

Chicken factory odours 

3 

4 

1 

N/A 

N/A 

3 

4 

2 

1 

Chicken factory odours 

3 

4 

2 

1 

Chicken factory odours 

3 



1 

1 

1 


N/A 

N/A 

N/A 


N/A 

N/A 

N/A 


3 

3 

3 



4 


4 1 N/A 

4 1 N/A 

4 11 

4 2 1 

4 11 

4 3 to 2 1 

4 2 1 

4 11 

4 11 

4 2 1 

4 3 1 

4 3 1 

4 11 

4 1 N/A 

4 1 N/A 

4 1 N/A 

4 2 1 

4 1 N/A 

4 2 1 

4 1 N/A 

4 1 N/A 

4 1 N/A 

4 1 N/A 

4 1 N/A 

4 2 1 

4 1 N/A 


N/A 3 

N/A 3 

At corner of Scotmid Car Park, 3 
scalder unit odour for short spell, 
intermittant. 

A mix of henpen and scalder 3 

however it didn't last. 

At the gate, very brief odour of 3 
henpen only. 

chicken 2 

chicken 2 

n/a 2 

n/a 3 

chicken 2 

chicken 2 

chicken 2 

n/a 2 

N/A 2 

N/A 2 

N/A 3 

chicken 3 

N/A 3 

chicken 3 

N/A 2 

N/A 2 

N/A 2 

N/A 2 

N/A 3 

Opposite offices, henpen for a 2 
couple of minutes before 
disappearing 

N/A 2 


4 

4 

4 


1 

2 

1 


N/A 

1 

N/A 


N/A 

Chicken 

N/A 


2 

2 

2 


N/A 

chicken 

N/A 


Very brief 5-10 seconds strong 
henpen smell outside Kings Road 



Weather (temp, wind 

Offensive Y/N 

Adhoc or complaint 

direction and 
strength) 


response 

Light / Gentle breeze 

No 

Complaint 

Light / Gentle breeze 

No 


Light / Gentle breeze 

No 


Light / Gentle breeze 

N/A 


Light air 

No 

Ad-hoc 

Light air 

No 

Ad-hoc 

Light Air 

No 

Ad-hoc 

Light air 

No 

Ad-hoc 

Light air 

No 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

No 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

No 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 
Gentle breeze 

NO 

Ad-hoc 

warm 23 degrees c. 

NO 

Ad-hoc 


Gentle breeze 

warm 23 degrees c. NO 
Gentle breeze 


Ad-hoc 



Sunny intervals, No Complaint 

breezy, blustery 
15mph westerly 
south westerly winds, 

15°C. 


Sunny intervals, No 
breezy, blustery 
15mph westerly 
south westerly winds, 
15°C. 

Sunny intervals, No 

breezy, blustery 
15mph westerly 
south westerly winds, 
15°C. 

Sunny intervals, No 

breezy, blustery 
15mph westerly 
south westerly winds, 
15°C. 

Sunny intervals, No 

breezy, blustery 
15mph westerly 
south westerly winds, 
15°C. 


Complaint 


Complaint 


Complaint 


Complaint 


Sunny, warm, mild no complaint 

breeze, 21 degrees, 

SW breeze. 


no 

no 

no 

_no_ 

15C . Dry. Overcast. No Complaint 

Gentle breeze (3) 


15C . Dry. Overcast. No 
Gentle breeze (3) 


Complaint 





15C . Dry. Overcast, 
gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast, 
fresh breeze (5) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast, 
fresh breeze (5) 

No 

Complaint 

15C . Dry. Overcast, 
fresh breeze (5) 

No 

Complaint 

15C . Dry. Overcast, 
fresh breeze (5) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 

15C . Dry. Overcast. 
Gentle breeze (3) 

No 

Complaint 


14C. Dry. Sunny. 
Light air (1) 


No 


Ad-hoc 




IOC Dry. Sunny. Blue Ad-hoc 

sky. Calm to light air 
( 0 - 1 ) 


No 


16°C, sunny No Ad-hoc 

intervals, 6 - strong 

breeze 


No 

No 

_No_ 

Light SW winds, No Ad-hoc 

overcast dry and 

17°C 


No 

Yes 


No 

_No 

Overcast, drizzly rain, No 
16C, gentle breeze. 
Heavy rain shower at 
12:05 and 12:20 


No 

No 

No 

No 

No 

No 


Ad-hoc 







No 

No 


overcast, sunny 
spellsstrong wind 
(19mph) WSW 
directionlOC 

No (borderline) 

Ad-hoc 


WS - 5 

No 

WS-5 

No 

WS-4 

No 

WS4 

No 

WS4 

No 

WS4 

no 

WS4 

no 


WS4 

No 


Overcast 7C . Very 
little wind - south 
west direction 

No 

Ad-hoc (pre inspection) 

very windy WS7 

No 

no 

No 

no 

No 

No 

NO 

no 

No 

Ad-hoc 

Blustery E/SE wind 

No 

Ad-hoc 


No 

No 





No 


Blustery SE wind No Ad-hoc 


No 

No 

No 

No 


quite warn, sunny, No Ad hoc 

little overcast. Calm 
7ESE /4 E 

No 

No 

No 

No 

No 

No 

No 

No 

No 

sunny intervals, light No Ad hoc 

winds, E 3mph, 18°C 

No 

No 



Sunny intervals and a No 
gentle breeze, 17°, W 
12mph 


Ad hoc 


Dry, overcast, 15C. 
South westerly 


No 


No 

No 


N/A 


complaint 


No 


No 

No 


Dry, partly cloudy, No 
wind from S/W 


Ad-hoc 



Ad-hoc 


N/A 

Dry, bright, very light N 
southerly wind. 


N 

N 

N 

Sunny intervals, N Complaint Response 

moderate breeze, 

18°C, SW 16mph 
wind 


N 


N 


N 


15°C sunny spells Complaint Response 

fresh breeze 


Y 


_Y_ 

Sunny, warm (18oC), N Complaint 

light North Easterly 

breeze 


N 

N 


N 

N 



Ad-hoc 


N 

_N 

Sunny intervals and a N 
gentle breeze. 18°C, 

SW llmph. 

N 

N 

N 


N 

N 

Sunny, warm 21°C n 
SW 4mph 

n 

n 

n 

n 

n 

n 

n 

Sunny, warm 25°C n 
SW 12mph 

n 

n 

n 

n 

n 

n 

n 

n 

Dry, cloudy, 15°C, N 
SW lOmph. 

N 

N 


Dry, sunny. 8°C, wsw N 
8mph 

N 

N 

N 




Sunny, dry, 20°C, 
changeable 2-3mph 




n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

n/a 

N/A 

N/A 

N/a 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 

N/A 









14:10 on 18/06/18 Y 


As above 


As above 


As above 


As above 


22/06/2018 at 10: 


Notified of findings, 
asked them to keep 
notifying us, 
complainant was 
happy to do so and 
understood issues 
with regulating. 


Y As above 


Y As above 


y As above 


Y As above 


17 


29/31 July2018 Y 


Y 








6/3/2019 Y see env/0898937 



14:00 on 18/06/19 Y 


07:30am 20/06/201y 


6/27/2019 8:08 






Notes: 


Attended site spoke to and 
undertook odour assessment. 


carried out odour assessment 
prior to meeting with site. 





Site notied who undertook their 
own assessment earlier in the 
day and found no odour other 
than the garden waste burning at 
Union Street/The Cross. 


Meeting with site following odour 
assessement 






Noise corner sidlaw by parking 
area- regrigeration/generater. 
Constant hmmm. 


Difficult to tell exact source but 
seemed more from seage sludge 
than scalder unit, went to C 
Angus STW but no definite 
location found. No known 
spreading ongoing at time of 
visit. 


Slight metallic (?) odour present 
at a very low level throughout 
survey on corner of Sidlaw 
Crescent / Sidlaw Place. 





Arrived into coupar Angus in car 
with windows down. A strong 
odour could be detected on 
driving past factory, past co-op 
and up George st. 


Parked car 
noise detected 


20 mins after walking to george 
st where odour detected on 
arrival - no odour now present, to 
raise question if unloading/ 
vehicle movements probable 
case 


after leaving co-op walk back to 
car no odour detected on route. 
Return to car 10:34 


Noise sidlaw Cr 


bordering offensive at site 
entrance 

In response to complaints 
received over the Easter 
weekend. 



Ou in response to a complaint 
received previous day although it 
was with reference to odours 
over the weekend. Did note Cat 2 
Waste skip leaving site which 
was fairly smelly but left with the 
lorry. Did note the odour of 
burning wood in the general 
area. 


Very close to being offensive but 
the duration was just less than 
50% of the time when at Sidlaw 
Crescent. 


Noise 


No odour at all during visit 



No odour detected up wind of 
site. There are several bright 
orange wind socks on site which 
clearly identify the wind direction 
was from the west / south west. 


In the scot mid car park an 
unpleasant odour associated with 
2 sisters chicken factory was 
noted at the time. The odour was 
like a poultry odour but had a 
rotten unpleasent smell. Strong/ 
borderline to being offensive 


not as persistant sometimes no 
odour detected. 


An unpleasant odour assosiated 
wit the chicken factory was 
detected in the scot mid car 
park down wind of the site. The 
odour was a poultry odour with a 
rotten unpleasant smell. The 
intensity was low with no strong 
whiffs but was contineuous 
throughout the assessment 
period 



no odour up wind. 


Seagulls noted 


ENV/0899725 Complainant at . 
No odours substantiated but did 
notice about a dozen seagulls 
over the site 




ENV/0899991 / 0900033. No 
offensive odours 



Whilst was carrying out the 
odour assessment a complaint 
was received (11:15am) 
(ENV/0901445) spoke to the 
complainant on returning to the 
office detailing findings. 



